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SUBJECT: IAEA SPECIALISTS MEETING ON HANDLING OF THE DESIGN 
FOR THE MITIGATION OF THERMAL TRANSIENTS IN LMFBR PLANTS, 
CANOGA PARK, CALIF., JUNE 17-21, 1974 

REF: IAEA VIENNA 4007 

1. AEC (WENSCH) DOES NOT UNDERSTAND PROPOSAL INFORMALLY 
NOMINATE FOUR GERMAN PARTICIPANTS SUBJECT MEETING SINCE IT 
UNDERSTOOD, ON BASIS PRIOR AEC ADVICE TO INYUTIN THAT FOUR 
PEOPLE TOO MANY, INYUTIN HAS ADVISED GERMANS ONLY TWO PARTICI- 
PANTS SHOULD BE PROPOSED. 

2. MISSION REQUESTED CLARIFY QUESTION WITH INYUTIN AND ADVISE 
SOONEST OF OFFICIAL PARTICIPANTS. INYUTIN SHOULD BE REMINDED 
THAT EACH PARTICIPANT EXPECTED PROVIDE ADVANCE COPY OF 
POSITION PAPER FOR MEETING WHICH SHOULD BE SENT DIRECTLY D. 
GOESER, LMFBR PROJECT, WESTINGHOUSE, MADISON PENNSYLVANIA. 
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